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Lake Sacajawea (Cowlitz County) MER 08-08-037 EMER 08-11-009 
Long’s Pond (Thurston County) MER 08-09-016 EMER 08-11-024 
Vance Creek Pond #1 (Grays Harbor County) MER 08-08-042 EMER 08-11-025 
EMER 08-11-052 

MER 08-10-031 PROP 08-11-122 


E 
E 
E 
E 
E 
E 
E 
E 
E 
halibut EMER 08-09-018 
E 
E 
E 
E 
E 
E 
E 
E 
E 


MER 08-11-082 EMER 08-12-032 
MER 08-12-004 EMER 08-12-034 
MER 08-12-033 EMER 08-12-047 
MER 08-13-010 EMER 08-12-048 
MER 08-13-060 EMER 08-12-049 
MER 08-14-060 EMER 08-12-102 
MER 08-14-070 EMER 08-13-004 
kokanee MER 08-04-035 EMER 08-13-005 
lingcod PROP 08-12-092 EMER 08-13-026 
Oregon-Washington license reciprocity EMER 08-13-039 
guides and outfitters PREP 08-06-069 EMER 08-13-041 
PROP 08-09-143 EMER 08-14-027 
PERM 08-12-016 EMER 08-14-030 
restrictions, imposed or removed (including EMER 08-14-056 
season changes) EMER 08-14-093 
Bear Creek, Guler County Park (Klickitat EMER 08-14-094 
County) EMER 08-13-040 shellfish 
Blackman’s Lake (Snohomish County) EMER 08-12-044 clams other than razor clams EMER 08-07-029 
Cascade River (Skagit County) EMER 08-03-074 oysters EMER 08-02-025 
EMER 08-04-037 razor clams EMER 08-01-073 
Chehalis River (Grays Harbor County) EMER 08-09-055 EMER 08-03-076 
Columbia Park Pond (Benton County) EMER 08-09-073 EMER 08-04-096 
Cowlitz River EMER 08-11-052 EMER 08-06-082 
EMER 08-11-058 EMER 08-09-005 
EMER 08-14-056 EMER 08-09-061 
EMER 08-14-058 EMER 08-10-034 
Deep River (Wahkiakum County) EMER 08-06-053 EMER 08-11-115 
Drano Lake (Skamania County) EMER 08-12-048 tideland ownership, private PREP 08-10-111 
Elochoman River (Wahkiakum County) EMER 08-12-049 shrimp EMER 08-10-032 
Entiat River (Chelan County) EMER 08-13-005 EMER 08-10-085 
Grays River (Wahkiakum County) EMER 08-12-049 EMER 08-11-010 
Hoh River (Jefferson County) EMER 08-08-052 EMER 08-11-029 
Icicle River (Chelan County) EMER 08-11-009 EMER 08-11-041 
Kalama River (Cowlitz County) EMER 08-02-039 EMER 08-12-003 
EMER 08-11-052 EMER 08-12-014 
Klineline Pond (Clark County) EMER 08-08-036 EMER 08-12-051 
EMER 08-09-019 EMER 08-12-080 
Kress Lake (Cowlitz County) EMER 08-11-002 EMER 08-13-032 
Lake Chelan (Chelan County) EMER 08-12-032 EMER 08-14-001 
Lake Sacajawea (Cowlitz County) EMER 08-08-037 smelt EMER 08-01-071 
lakes, various EMER 08-06-008 EMER 08-06-025 
Lewis River, all forks EMER 08-11-059 steelhead EMER 08-01-049 
EMER 08-13-004 EMER 08-04-036 
EMER 08-14-058 EMER 08-04-037 
Long’s Pond (Thurston County) EMER 08-09-016 EMER 08-06-023 
Nooksack River, North Fork (Whatcom EMER 08-08-052 
County) EMER 08-03-075 EMER 08-11-024 
Okanogan River (Okanogan County) EMER 08-14-094 EMER 08-11-059 
Patterson Lake (Okanogan County) EMER 08-02-081 EMER 08-14-058 
rivers, various EMER 08-03-018 sturgeon EMER 08-01-072 
EMER 08-04-036 PERM 08-05-039 
EMER 08-05-080 EMER 08-06-024 
EMER 08-06-023 EMER 08-07-038 
EMER 08-13-039 EMER 08-08-023 
Roosevelt Lake (Ferry, Lincoln, and Stevens EMER 08-14-107 
counties) EMER 08-04-035 tiger muskellunge EMER 08-03-037 
Snake River EMER 08-09-113 trout EMER 08-09-062 
EMER 08-11-013 various recreational fishing rules PREP 08-03-102 
Swift Reservoir (Skamania County) EMER 08-09-062 EMER 08-10-044 
Tieton River, North Fork (Yakima County) EMER 08-12-020 Hunting 
Tilton River (Lewis County) EMER 08-12-102 areas, permits, seasons, limits, and other 
Vance Creek Pond #1 (Grays Harbor County) EMER 08-08-042 regulations, various PERM 08-01-052 
White Salmon River (Klickitat and Skamania PROP 08-03-141 
counties) EMER 08-12-104 PROP 08-06-083 
Wind River (Skamania County) EMER 08-09-085 PERM 08-09-090 
EMER 08-12-047 PREP 08-10-093 
Yakima River EMER 08-09-089 PROP 08-14-078 
EMER 08-12-034 black bear EMER 08-08-061 
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cougar PREP 08-03-114 
PROP 08-12-106 
deer PROP 08-06-083 


PERM 08-09-091 
EMER 08-11-039 
PREP 08-12-082 
elk EMER 08-02-024 
PROP 08-06-083 
PERM 08-09-091 
EMER 08-11-040 
PREP 08-12-082 


game reserves PREP 08-08-108 

PROP 08-14-078 

master hunter program PERM 08-03-088 

PROP 08-03-143 

protected, wildlife classified as PERM 08-03-068 
waterfowl 

closure areas PREP 08-08-108 


PROP 08-14-078 
Infractions, fish and wildlife 


penalties PREP 08-10-105 
rules for infractions, listing with rules for 
courts PREP 08-10-105 
Mineral prospecting, hydraulic approvals for PROP 08-01-074 
Regional fisheries enhancement group 
advisory board 
meetings MISC 08-02-076 
Rules 
corrections, various PREP 08-10-108 
withdrawals PROP 08-02-084 


EXPE 08-02-085 
PROP 08-04-071 
PROP 08-08-032 
PROP 08-14-156 


Wildlife 
dogs harassing deer, elk, and bighorn sheep EMER 08-01-039 
protected, wildlife classified as PERM 08-03-068 
rehabilitation requirements 
oiled birds PREP 08-14-163 
taxidermists, meat cutters, fur dealers PREP 08-10-110 
unclassified nongame animals and birds PREP 08-12-024 


FORENSIC INVESTIGATIONS COUNCIL 
Meetings MISC 08-04-025 
MISC 08-12-038 


FOREST PRACTICES BOARD 
Archaeological and historical sites PROP 08-09-122 
Conversion of forest land to nonforestry uses PROP 08-09-122 
Danger trees, harvest of PREP 08-12-053 
Headwater streams, experimental riparian management 
type N experimental buffer treatment study PREP 08-06-040 
Meetings MISC 08-01-067 
Northern spotted owl site centers 
decertification moratorium PERM 08-06-039 
EMER 08-06-041 
Rules 
agenda MISC 08-04-003 
MISC 08-14-131 
withdrawals PROP 08-03-077 
Timber harvesting 
riparian management zones PROP 08-03-009 
PROP 08-13-087 
FORUM ON MONITORING 


(See RECREATION AND CONSERVATION OFFICE) 


FREIGHT MOBILITY STRATEGIC INVESTMENT BOARD 
Meetings MISC 08-06-056 


FRUIT COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


FRYER COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


GAMBLING COMMISSION 
Amusement games PREP 08-03-050 
PREP 08-03-051 
PROP 08-07-066 
PROP 08-07-067 
PERM 08-11-036 
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Card game rules 


Licensees, rules for all 
administrative actions against 
gambling equipment 
Manufacturers, distributors, and gambling 
service suppliers 
Permitting and licensing 
"key" individuals 
recreational gaming activities, permits 


Promotional contests of chance 


Punch boards and pull-tabs 


Raffles 
Rules 
citation corrections 


housekeeping and rule changes, miscellaneous 


repealing duplicated sections 


withdrawals 


PREP 
PROP 
PREP 
PREP 
PREP 
PREP 
PREP 
PREP 
PREP 
PREP 
PREP 
PREP 
PREP 
PREP 
PREP 
PREP 
PERM 
PERM 
PROP 
PROP 
PROP 
PROP 
PROP 
PROP 


PREP 
PROP 
PERM 


PERM 


PREP 
PROP 
PERM 
PREP 
PREP 
PROP 
PROP 
PERM 
PERM 
PROP 
PERM 
PREP 


EXPE 
PERM 
PERM 
PREP 
PREP 
EXPE 
EXPE 
PERM 
PERM 
PROP 
PROP 
PROP 
PROP 
PROP 


GENERAL ADMINISTRATION, DEPARTMENT OF 


Capital projects advisory review board 
meetings 


Capitol campus design advisory committee 
meetings 


Capitol committee, state 
meetings 


Rules 
coordinator 


GEOGRAPHIC NAMES, BOARD ON 
Meetings 


MISC 
MISC 


MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 


MISC 
MISC 
MISC 


MISC 


MISC 


08-05-031 
08-07-069 
08-07-088 
08-07-089 
08-07-091 
08-08-001 
08-08-002 
08-08-003 
08-08-004 
08-08-005 
08-08-006 
08-08-007 
08-08-008 
08-08-009 
08-08-010 
08-08-011 
08-09-056 
08-11-044 
08-11-062 
08-11-063 
08-11-064 
08-11-065 
08-11-066 
08-11-067 


08-06-035 
08-07-069 
08-11-044 


08-03-053 


08-06-012 
08-07-069 
08-11-044 
08-03-049 
08-05-038 
08-09-096 
08-11-049 
08-03-052 
08-03-053 
08-07-069 
08-11-044 
08-14-081 


08-06-036 
08-11-037 
08-03-062 
08-06-010 
08-06-011 
08-02-061 
08-06-036 
08-07-008 
08-11-037 
08-07-075 
08-08-077 
08-08-078 
08-10-070 
08-13-080 


08-04-018 
08-07-035 


08-01-091 
08-03-039 
08-04-097 
08-05-084 
08-07-051 
08-07-058 
08-08-030 
08-11-071 


08-01-043 
08-07-057 
08-13-043 


08-09-069 


08-14-134 


Index 


GOVERNOR, OFFICE OF THE 
Appeals 
notices 


Clemency and pardons board 
hearings 


Executive orders 

archaeological and cultural resources 

biodiversity council, extended 

climate change challenge 

government management, accountability and 
performance 

health professional sexual misconduct, 
investigation 

healthcare commitments 

interagency committee of state employed 
women 

new Americans policy council 

P-20 council, governor’s 


plain talk, use in state agency documents 

quarter, state commemorative 

regulatory improvement program 

voter registration assistance 
Proclamations 

special legislative session 

state of emergency 


GRAYS HARBOR COLLEGE 
Meetings 


GREEN RIVER COMMUNITY COLLEGE 
Meetings 


MISC 
MISC 
MISC 
MISC 


MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 


MISC 
MISC 
MISC 


MISC 


MISC 
MISC 


MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 


MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 


MISC 


MISC 
MISC 


GROWTH MANAGEMENT HEARINGS BOARDS 


Meetings 

Petitions for rule making 
denials 

Practice and procedure 
declaratory ruling, petitions for 


joint meetings, special 
updates to rules, various 


Public records officers for Central Puget Sound, 
Eastern Washington, Western Washington and joint 
M 


growth management hearings boards 


Index 


MISC 


MISC 


EXPE 
PERM 
PREP 
EXPE 
PERM 
PERM 


ISC 


Subject/Agency Index 
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08-05-032 
08-06-005 
08-06-085 
08-07-030 


08-04-053 
08-08-044 
08-09-082 
08-09-083 
08-11-003 
08-11-069 
08-12-052 
08-14-092 
08-14-145 


08-05-049 
08-07-020 
08-05-054 


08-05-046 


08-05-052 
08-05-053 


08-05-050 
08-06-037 
08-05-055 
08-05-057 
08-05-047 
08-05-048 
08-05-051 
08-05-056 


08-05-077 
08-05-058 
08-05-059 
08-05-060 
08-05-061 
08-05-062 
08-05-063 
08-05-064 
08-05-065 
08-05-066 
08-05-067 
08-05-068 
08-05-069 
08-05-070 
08-05-071 
08-05-072 
08-05-073 
08-05-074 
08-05-075 
08-05-076 
08-05-078 
08-05-079 
08-09-026 
08-12-005 


08-02-035 


08-02-032 
08-09-068 


08-05-114 
08-09-037 


08-02-078 
08-10-028 
08-04-016 
08-02-077 
08-10-029 
08-10-030 


08-01-131 
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GUARANTEED EDUCATION TUITION COMMITTEE 


(See ADVANCED TUITION PAYMENT, COMMISSION ON) 


HEALTH, DEPARTMENT OF 


Adjudicative proceedings 
boards and commissions, health professions 


department of health 


Board of health, state 
immunization requirements, school and child 
care 


newborn screening, congenital disorders 
rules, withdrawals 
rules agenda 
shellfish, sanitary control 
Vibrio parahaemolyticus control plan 


Communicable diseases 
immunization requirements, school and child 
care 
Dental quality assurance commission 
dental assistants and expanded function 
auxiliaries 


sexual misconduct 
Emergency medical services and trauma care 
systems 


Facility standards and licensing 
ambulatory surgical facilities 
certificate of need program 

bed-to-population ratio 
elective coronary interventions 
fees, various facilities 


hospital licensing regulations 


mandatory reporting 
private psychiatric and alcoholism hospitals 


Fees 
health care professions 


Hospital licensing 
design and construction of facilities 


Laboratory 
newborn screening, congenital disorders 


Mandatory reporting, license holders 
Marijuana, medical 
Nursing care quality assurance commission 


nursing assistants 


practical and registered nursing 


Osteopathic medicine and surgery, board of 
osteopathic physicians and surgeons 
osteopathic physicians’ assistants 


PROP 
PERM 
PROP 
PERM 


PERM 
PREP 
PERM 
PREP 
MISC 


PROP 
PERM 


PERM 


PROP 
PROP 
PERM 
PERM 
PERM 


PROP 
PERM 


PREP 


PROP 
PROP 
PROP 
PERM 
PROP 
PERM 
PREP 
PREP 
PROP 


PROP 
PROP 


PROP 
PERM 


PROP 
PERM 
PROP 
PERM 
PROP 


PERM 
PREP 
PROP 
PERM 
PREP 
PREP 


PROP 
PROP 


Pesticide incident reporting and tracking review panel 


meetings 
Pharmacy, board of 
delegation of authority to initiate investigation 
pharmacy technicians 
Physical therapy, board of 
physical therapy assistants 
Professional conduct, standards of 
mandatory reporting 
sanctioning schedule, unprofessional conduct 
Professional standards and licensing 
athletic trainers 


chemical dependency professionals 


ISC 


PERM 
PROP 


PROP 


PREP 
PREP 


PROP 
PROP 
PERM 
PERM 
PROP 


08-08-089 
08-14-137 
08-08-089 
08-14-137 


08-03-071 
08-07-097 
08-13-073 
08-13-086 
08-04-029 


08-08-087 
08-11-051 


08-03-071 


08-07-099 
08-09-094 
08-13-069 
08-14-010 
08-01-137 


08-01-134 
08-10-091 


08-10-090 


08-12-079 
08-12-105 
08-07-061 
08-12-036 
08-05-013 
08-14-023 
08-14-117 
08-08-088 
08-14-143 


08-10-088 
08-10-089 


08-05-013 
08-14-023 


08-08-086 
08-13-073 
08-04-107 
08-08-066 
08-14-149 


08-06-100 
08-14-158 
08-02-088 
08-11-019 
08-13-092 
08-14-158 


08-13-093 
08-13-093 


08-07-005 


08-06-030 
08-09-102 


08-07-100 


08-14-117 
08-14-076 


08-03-066 
08-09-076 
08-11-060 
08-13-066 
08-03-142 


Subject/Agency Index 


(Citation in bold type refer to material in this issue) 


PERM 08-07-090 PREP 08-13-086 
PREP 08-14-139 PROP 08-13-091 
counselors, therapists, and social workers PERM 08-07-090 PROP 08-14-127 
PERM 08-08-092 Rural health system project PROP 08-14-138 
PREP 08-14-140 Sewer systems 
PREP 08-14-142 large on-site sewage systems PREP 08-03-065 
dentistry Shellfish, sanitary control 
assistants PROP 08-07-099 fees, shellfish licenses PROP 08-09-081 
PROP 08-09-094 PERM 08-13-067 
PERM 08-13-069 Vibrio parahaemolyticus control plan PROP 08-08-087 
PERM 08-14-010 PERM 08-11-051 
auxiliaries, expanded function PROP 08-07-099 Veterinary board of governors 
PROP 08-09-094 specialty licensure PREP 08-03-070 
PERM 08-13-069 technicians, veterinary PROP 08-01-136 
PERM 08-14-010 PROP 08-02-089 
dentists PERM 08-01-137 PREP 08-05-119 
hygienists PROP 08-04-113 PROP 08-09-103 
PERM 08-12-076 PERM 08-10-095 
fees ore PERM 08-11-099 
health care professions, individual PROP 08-10-088 Visa waivers for physicians PREP 08-14-077 
i light. radiofr dol PROP 08-10-089 Water systems 
aser, light, radiofrequency, and plasma ; ; 03- 
devices PROP 08-13-093 public water supplies E SPEE 
mandatory reporting PREP 08-14-117 PERM 08-12-019 
massage practitioners PROP 08-09-101 
PROP" ee HEALTH, STATE BOARD OF 
, PREES 08314003 (See HEALTH, DEPARTMENT OF) 
nursing 
assistants PERM 08-06-100 HEALTH CARE AUTHORITY 


PREP 08-14-158 : : 
practical and registered PROP 08-02-088 Peah surance partnership (HIP) 


PERM 08-11-019 


meetings MISC 08-06-031 
RN establishment of PREP 08-08-051 
M ; : Health technology clinical committee MISC 08-09-067 
opticians, dispensing PREP 08-03-064 MISC 08-14-003 
osteopathic medicine Pharmacy and therapeutics committee 
physicians and surgeons PROP 08-13-093 ti cy p MISC 08-02-002 
physicians’ assistants PROP 08-13-093 bi, ngs l benefits board Ji 
pharmacists PERM 08-06-030 eai ae S enefits boar 
a e PROE VEAP? waiving, deferring, changing or discontinuing EXPE 08-04-044 
assistants PROP 08-07-100 . PERM 08-09-027 
PROP 08-09-097 meetings MISC 08-01-016 
PERM 08-13-068 MISC 08-05-125 
psychologists PROP 08-03-121 ‘ MISC 08-08-043 
PERM 08-09-100 Fal tule changes PREP 08-09-066 
sex offender treatment providers PERM 08-07-090 Ues 
sexual misconduct p PERM 08-01-137 agenda MISC 08-03-089 
PERM 08-07-090 withdrawals PREP 08-03-090 
veterinarians PREP 08-03-070 
veterinary technicians PROP 08-01-136 HEALTH INSURANCE PARTNERSHIP BOARD 
PROP 08-02-089 (See HEALTH CARE AUTHORITY) 
PREP 08-05-119 
PROP 08-09-103 HIGHER EDUCATION COORDINATING BOARD 
PERM 08-10-095 Degree Authorization Act, regulations for PREP 08-13-075 
PERM 08-11-099 Financial aid program 
Psychology, board of state need grant (SNG) PROP 08-08-123 
examinations and licensure PROP 08-03-121 Meetings 2G MISC 08-02-017 
PERM 08-09-100 Passport to college promise pilot program PROP 08-08-126 
Radiation 
dental facilities, safety and diagnostic image HIGHLINE COMMUNITY COLLEGE 
quality standards for PROP 08-01-135 Meetings MISC 08-03-017 
PERM 08-14-074 Students’ rights and responsibilities PERM 08-01-088 
packaging and transportation of radioactive 
material PROP 08-03-067 HISPANIC AFFAIRS, COMMISSION ON 
PERM 08-09-093 Meetings MISC 08-03-001 
protection MISC 08-06-043 
fees PROP 08-04-114 MISC 08-08-056 
PROP 08-09-077 Practice and procedure rules, various EXPE 08-01-099 
PROP 08-09-078 PERM 08-07-001 
PERM 08-14-075 Rules 
PERM 08-14-118 coordinator MISC 08-02-010 
machine assembly and registration PROP 08-04-081 
PERM 08-09-079 HOME CARE QUALITY AUTHORITY 
Rules Meetings MISC 08-01-034 
agenda MISC 08-04-029 
coordinator MISC 08-05-118 HOMELESSNESS, STATE ADVISORY COUNCIL ON 
withdrawals PREP 08-05-117 (See COMMUNITY, TRADE, AND ECONOMIC DEVELOPMENT, 
PROP 08-06-029 DEPARTMENT OF) 
PROP 08-10-071 
PROP 08-11-116 HOP COMMISSION 
PREP 08-12-108 (See AGRICULTURE, DEPARTMENT OF) 
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HORSE RACING COMMISSION 
Association grounds and facilities 
Association officials and employees 
Bookmaking 


Claiming 


Equine medication program 


Executive secretary, role and authority 
expanded 


General rules 
Horse racing facilities 

licenses to own or operate 
Interpretive and policy statements 
Licenses 


Licensing requirements for new tracks and 
transfers of existing tracks 


Meetings 
Mutuels 
Objections and protests 


Ownerships, trainers and employees 


Penalties 


Race, paddock to finish 
Walking over 
Washington-bred horses 


breeder’s awards 
Weights and equipment 


Winnings 


HUMAN RIGHTS COMMISSION 
Meetings 


HUNTING 


PERM 


PROP 


PERM 


PRO 


P 


PERM 


PROP 


PERM 


PREP 


PRO 


P 


PERM 
PERM 


PRO 


P 


PERM 
PREP 
PROP 


PRO 


P 


PERM 
PERM 


PRO 


P 


MISC 


PRO 


P 


PERM 


PREP 


PRO 


P 


MISC 


PRO 


P 


PROP 
PERM 


PRO 
PRO 


P 
P 


PERM 
PERM 


PRO 
PRO 


P 
P 


PERM 


PRO 


P 


PERM 


PRO 


P 


PERM 


PREP 


PERM 


PRO 
PRO 


P 
P 


PERM 
PERM 


PRO 


P 


PERM 


MISC 


(See FISH AND WILDLIFE, DEPARTMENT OF) 


INDEPENDENT LIVING COUNCIL, STATE 
Meetings 


Public forums 


Victims bill of rights 


INDUSTRIAL INSURANCE 


Practice and procedure rules, various 


High-speed internet strategy work group 
meetings 


INSURANCE COMMISSIONER 
Actuarial opinion and memorandum regulation 
Administrative supervision of an insurer 


Index 


MISC 
MISC 
MISC 
MISC 
MISC 


INDETERMINATE SENTENCE REVIEW BOARD 


PREP 


INDUSTRIAL INSURANCE APPEALS, BOARD OF 


(See LABOR AND INDUSTRIES, DEPARTMENT OF) 


PERM 


INFORMATION SERVICES, DEPARTMENT OF 


MIS 


C 


PERM 
PREP 
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08-01-054 
08-02-045 
08-05-088 
08-02-045 
08-05-088 
08-02-045 
08-05-088 
08-02-040 
08-02-071 
08-03-046 
08-05-091 
08-06-070 
08-09-044 
08-09-138 
08-13-030 


08-03-132 
08-07-039 
08-03-044 


08-11-108 
08-10-033 
08-02-016 
08-05-087 


08-02-074 
08-11-108 
08-01-009 
08-11-112 
08-02-045 
08-05-088 
08-02-013 
08-02-014 
08-05-089 
08-05-090 
08-02-044 
08-02-069 
08-05-086 
08-02-045 
08-05-088 
08-02-045 
08-05-088 


08-07-070 
08-01-053 
08-02-015 
08-03-131 
08-05-092 
08-07-040 
08-02-045 
08-05-088 


08-04-069 


08-01-007 
08-04-112 
08-13-062 
08-08-034 
08-13-062 


08-12-022 


08-01-081 


08-14-096 


08-01-077 
08-11-106 


Automobile liability policies 
personal injury protection coverage 
Casualty insurance 
cancellation of policies 
Company reports and annual statements 
electronic filing 
Conversion plans, mandated 
exclusion for mental or emotional disorders 
eliminated 
Coordination of benefits, standards 
estimated payments by secondary plan 
Customer information, standards for safeguarding 
Electronic rate and form filing, system for 
property, casualty, disability, life and annuity 
products 
Health carriers and health plans 
access plans, submission of 
grievance and complaint procedures 
independent review organizations 


health plan disclosures 
issuance, renewal, and portability of plans 


mental health services coverage 


network providers, absence and return of 
rates 
individual health products 
Hearings, conducted by insurance commissioner 


Holding company affiliates 
correct legal name, use of 


PREP 


PREP 


PREP 


Licensing of agents, brokers, solicitors, and adjusters 


continuing education requirement, sellers of 
vehicle insurance 


generally 
process for providers streamlined 


surplus line brokers 


Life insurance 
accelerated benefits 
corporate-owned, definition of "key person" 
definitions 
Long-term care insurance 
Longshore and harbor workers, assigned risk 
plan 
Malpractice, medical 
claim settlement data reporting rules 
Property insurance 
cancellation of policies 
Rules 
agenda 
Securities owned by insurers, safeguarding 
Technical assistance advisories 
retired 
Title insurers 
affiliated business ownership, reporting of 
things of value, defined 
Trade practices, insurers 


INTEREST RATES 
(See inside front cover) 


INVASIVE SPECIES COUNCIL 


EXPE 
PERM 
PREP 
PREP 
PROP 


(See RECREATION AND CONSERVATION OFFICE) 


08-09-136 
08-09-135 


08-04-106 


08-03-126 


08-12-099 
08-10-096 


08-14-055 
08-11-110 


08-03-129 
08-07-101 
08-11-107 
08-03-125 
08-09-022 
08-03-124 
08-09-021 
08-01-025 


08-08-097 
08-09-133 
08-14-170 


08-09-134 


08-01-075 
08-07-102 
08-07-096 
08-03-123 
08-14-168 
08-03-122 
08-10-097 
08-14-169 


08-12-098 
08-01-076 
08-03-127 
08-09-131 
08-07-104 
08-03-128 
08-09-135 


08-05-034 
08-12-097 


08-04-103 
08-13-098 


08-13-096 
08-01-024 


JOINT LEGISLATIVE AUDIT AND REVIEW COMMITTEE 


Citizen commission for performance measurement 
of tax preferences 
meetings 


JUDICIAL CONDUCT, COMMISSION ON 
Meetings 


MISC 
MISC 


MISC 
MISC 
MISC 


08-02-023 
08-06-006 


08-01-133 
08-09-004 
08-09-017 


LABOR AND INDUSTRIES, DEPARTMENT OF 


Administrative rules 

safety and health investment projects 
Boiler rules, board of 

substantive rules 


Child labor rules 
Contractor certificates of registration 


Dividend, notices of 
Electrical safety 
administration 


Explosives, safety standards 


Factory assembled structures 
manufacturing, sales, alterations 
Fees for programs 
boilers 
elevators 
factory assembled structures 


plumber certification 


Heat-related illness 
outdoor environment 


Industrial insurance 
health care benefits, employer-provided 
medical advisory committee 
meetings 


premium rates 
Interpretive and policy statements 


Manufactured homes 
installer training and certification program 


manufacturing, sales, alterations 


Medical aid 
conversion factors 


hearing aids and masking devices 

independent medical examinations 

industrial insurance chiropractic advisory 
committee 

industrial insurance medical advisory committee 
administration 
meetings 

initial prescription drugs 

massage therapy rules 


occupational therapy rules 


physical therapy rules 


providers 


Minimum wages 
truck drivers, overtime compensation 
Occupational health standards, general 
heat-related illness 


Prevailing wage 
filing fees, intents and affidavits 


rate of wage 


Subject/Agency Index 


08-03-025 


08-03-130 
08-08-076 
08-12-015 
08-05-107 
08-03-117 
08-13-078 
08-14-087 


08-04-088 
08-08-084 
08-08-083 
08-11-104 


08-05-115 


08-03-130 
08-05-115 
08-05-115 
08-09-123 
08-12-042 
08-05-115 
08-09-123 
08-12-042 


08-07-098 
08-10-006 
08-10-082 
08-12-109 


08-09-115 


08-06-055 
08-10-007 
08-13-083 
08-02-087 
08-08-125 


08-03-107 
08-08-095 
08-08-096 
08-12-040 
08-12-041 
08-03-107 
08-03-120 
08-08-096 
08-12-041 


08-01-112 
08-05-108 
08-09-121 
08-05-093 
08-10-073 


08-02-020 


08-02-019 
08-05-033 
08-02-021 
08-01-111 
08-05-103 
08-09-120 
08-01-112 
08-05-108 
08-09-121 
08-01-112 
08-05-108 
08-09-121 
08-04-094 
08-04-095 


08-10-074 


08-07-098 
08-10-006 


08-09-118 
08-13-079 
08-06-065 
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scope of work descriptions 
Recreational vehicles 
manufacturing, sales, alterations 


Rules 
agenda 
withdrawals 


Safety and health rules 
exit routes and employee alarm systems 
recordkeeping, reporting, investigating 
Safety standards 
charter boats 


diving operations, commercial 
electricians 
explosives 


fire fighters 
sawmills and woodworking operations 
Vocational rehabilitation 


option 2 costs 
vocational improvement project 


Workers’ compensation 


PREP 


EXPE 
PERM 


MISC 
EXPE 
EXPE 


EXPE 
PERM 


PREP 
PROP 
PERM 
PERM 
PREP 
PROP 
PERM 
EXPE 
PERM 


PREP 
PROP 
PROP 
PERM 
PROP 
PROP 
PREP 
PERM 
PREP 
PROP 
PREP 
PREP 
PREP 


LAKE WASHINGTON TECHNICAL COLLEGE 


Meetings 


Retreat, board of trustees 


LAND SURVEYORS 


(See LICENSING, DEPARTMENT OF) 


MISC 
MISC 
MISC 
MISC 
MISC 


08-04-083 


08-05-116 
08-10-075 


08-02-050 
08-08-079 
08-10-049 


08-13-082 
08-05-012 


08-09-153 
08-14-132 
08-05-012 
08-08-084 
08-08-083 
08-11-104 
08-05-012 
08-06-073 
08-05-012 


08-09-117 
08-01-109 
08-03-119 
08-06-058 
08-01-109 
08-03-119 
08-05-102 
08-06-058 
08-09-117 
08-09-129 
08-11-020 
08-13-083 
08-14-133 


08-03-026 
08-03-043 
08-08-035 
08-13-002 
08-03-043 


LAW ENFORCEMENT OFFICERS’ AND FIRE FIGHTERS’ 


PLAN 2 RETIREMENT BOARD 
Meetings 


LEGISLATIVE ETHICS BOARD 
Meetings 


LICENSING, DEPARTMENT OF 
Architects 
licensing board 
meetings 
Bail bond agents and recovery agents 
Contractors, residential 
hearings 
Cosmetologists, barbers, manicurists, and 
estheticians 


Driver training schools 
advisory committee 
meetings 


Driver’s licenses 
commercial 
Employment agencies 
brief adjudicative proceedings 


Engineers and land surveyors, board of 
registration for professional 
fees, engineers and land surveyors 


MISC 
MISC 
MISC 


MISC 
MISC 
MISC 
MISC 


MISC 
PREP 


MISC 
PREP 
PREP 
MISC 
MISC 
PROP 
EXPE 
PERM 


PREP 


08-04-017 
08-05-122 
08-14-082 


08-05-016 
08-06-046 
08-07-077 
08-10-037 


08-06-002 
08-08-015 


08-14-069 
08-08-122 
08-12-111 
08-06-084 
08-08-080 
08-11-053 
08-09-058 
08-14-063 


08-07-004 


Index 


professional engineers 
licensing, requirements 


structural licensing waiver 


stamping and seals 
Funeral directors and embalmers 
Geologists 
fees 
licensing 


licensing board 
meetings 
Landscape architects 
licensing board 
meetings 
seal/stamp 
standards of practice and conduct 
Motor vehicles 
certificates of title 


fuel tax 
generally 
special fuel tax 
inspection certificates 
special license plates 
armed forces members killed in combat 
criteria 
ride-sharing vehicles 
unauthorized and abandoned vehicles 


Public hearings 
residential contractors 
Public records 
disclosure 
officer 
Real estate 
appraisers 


licensees 

home inspector referrals 

payments or things of value, accepting 
licensing and examination 


meetings 


Residential contractors 
hearings 
Rules 
agenda 
review of current and new rules 
withdrawals 


Senior driver accident prevention program 

Tow truck operators 

Uniform Commercial Code program 
filing records, fees 


Vessels 
out-of-state, out-of-country 
registration and certificates of title 


LIFE SCIENCES DISCOVERY FUND 
Meetings 


LIQUOR CONTROL BOARD 
Acceptable identification for purchasing alcohol 
Administrative hearings 
Licenses 
alcohol server training permit 
emergency suspension without hearing 


hotel and motel liquor licenses 
Meetings 
Rules 

agenda 
Special orders of liquor from board 


Index 


PROP 
PERM 
PROP 
PERM 
PERM 
PREP 


PROP 
PERM 


MISC 


MISC 
PROP 
PROP 


PERM 
PREP 


PREP 
PREP 
PERM 


PREP 
PREP 
PREP 
PROP 
PERM 


MISC 


PREP 
MISC 


PREP 
PREP 
PROP 


PREP 
PREP 
PROP 
PREP 
PERM 
MISC 
MISC 
MISC 
MISC 


MISC 


MISC 
PREP 
PROP 
PROP 
PREP 
PROP 


EXPE 
PERM 


PROP 
PREP 


MISC 


PERM 
PROP 


PROP 
PREP 
PROP 
PREP 
PROP 
MISC 


MISC 
PREP 


Subject/Agency Index 


(Citation in bold type refer to material in this issue) 


08-08-121 
08-11-100 
08-08-120 
08-11-101 
08-10-009 
08-06-001 


08-09-155 
08-12-039 


08-01-139 


08-06-003 
08-11-109 
08-11-109 


08-03-104 
08-09-087 


08-13-084 
08-13-085 
08-03-104 


08-08-082 
08-08-081 
08-09-088 
08-03-103 
08-08-031 


08-10-072 


08-02-041 
08-08-014 


08-11-045 
08-11-046 
08-14-008 


08-14-033 
08-14-032 
08-02-080 
08-14-032 
08-14-034 
08-02-079 
08-03-014 
08-14-043 
08-14-151 


08-14-069 


08-03-022 
08-14-031 
08-09-057 
08-09-095 
08-11-054 
08-03-103 


08-09-033 
08-14-062 


08-09-031 
08-09-087 


08-07-014 


08-03-081 
08-09-048 


08-09-048 
08-06-106 
08-12-112 
08-02-090 
08-12-114 
08-03-006 


08-03-082 
08-06-105 


Tobacco products, sale and distribution 
Transportation of liquor through state 


Violations and penalties 


LOCAL RECORDS COMMITTEE 
Meetings 


LOTTERY COMMISSION 
Discontinued games 
draw 


scratch 
Meetings 
Rules 


review and revision 


LOWER COLUMBIA COLLEGE 
Meetings 
Student code of conduct 


MARINE EMPLOYEES’ COMMISSION 
Meetings 


Policy statements 


Surveys of compensation, benefits, and 
conditions of employment 


MEDICAL ASSISTANCE 


MEDICAL CARE 
(See HEALTH, DEPARTMENT OF) 


OF 
Linked deposit program 


MINT COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


MUNICIPAL RESEARCH COUNCIL 
Meetings 


NATURAL RESOURCES, DEPARTMENT OF 
Board of natural resources 

meetings 
Fire protection 

forest protection zones 


Forest fire prevention and protection work group 
meetings 

Natural heritage advisory council 
meetings 

Practice and procedure 


Public access and recreation on 
department-managed lands 
Rules 
agenda 
Surface mine reclamation 


NOXIOUS WEED CONTROL BOARD 
(See AGRICULTURE, DEPARTMENT OF) 


NURSING CARE 
(See HEALTH, DEPARTMENT OF) 


OLYMPIC COLLEGE 
Animal control policy 


Antidiscrimination policy 
College seal, revision of 
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PROP 
PREP 
PROP 
PROP 


MISC 


PROP 
PERM 
PROP 
PERM 
MISC 
MISC 


PROP 
PERM 


MISC 
PERM 


MISC 
MISC 
MISC 
MISC 
MISC 


EXPE 
PERM 


PERM 


MISC 


MISC 


EXPE 
EXPE 
EXPE 


MISC 


MISC 
PREP 
PROP 


PROP 


MISC 
PERM 


PROP 
PERM 
PREP 
PROP 
PERM 


08-06-107 
08-06-103 
08-12-113 
08-09-048 


08-02-067 


08-07-021 
08-11-043 
08-07-021 
08-11-043 
08-07-027 
08-12-010 


08-07-021 
08-11-043 


08-07-011 
08-06-066 


08-01-093 
08-13-006 
08-02-003 
08-02-004 
08-04-041 


08-04-105 
08-09-119 


(See SOCIAL AND HEALTH SERVICES, DEPARTMENT OF) 


MINORITY AND WOMEN’S BUSINESS ENTERPRISES, OFFICE 


08-03-116 


08-11-057 


08-10-054 


08-13-034 
08-13-035 
08-13-036 


08-02-012 
08-10-053 


08-07-049 
08-12-068 


08-10-059 


08-03-042 
08-01-006 


08-01-028 
08-04-039 
08-07-060 
08-01-029 
08-04-038 


Meetings 


OLYMPIC REGION CLEAN AIR AGENCY 
Asbestos 
Fees 
asbestos projects 
outdoor burning permits 


PARKS AND RECREATION COMMISSION 
Background checks 
applicants, volunteers, contractors 
Conveyances, recreational 
snow ski areas 
Marine and inland water facilities 
moorage and use 
Meetings 
Natural resources, utilization and management in 
state parks 
Outdoor education and recreation grant program 
(no child left inside) 


Public use and filming within state parks 


PERSONNEL, DEPARTMENT OF 
Personnel appeals board 
rules coordinator 
Personnel resources board 
combined fund drive 


family and medical leave 


holidays and leave 
leave sharing program 


housekeeping changes 
leave, special cases 
military spouses, active duty and deployment 
victims of domestic violence, sexual assault, 
and stalking 
Public records officer 


Rules 
coordinator 
housekeeping changes 


PERSONNEL APPEALS BOARD 
(See PERSONNEL, DEPARTMENT OF) 


PERSONNEL RESOURCES BOARD 
(See PERSONNEL, DEPARTMENT OF) 


MISC 
MISC 


PROP 


PROP 
PROP 
PERM 


PREP 
PREP 


PREP 
MISC 


PERM 


EXPE 
PERM 
PREP 


MISC 


PROP 
PERM 
PROP 
PERM 
PROP 


PROP 
PERM 
PROP 
PROP 


PROP 
PROP 
MISC 
MISC 


MISC 
PERM 


Subject/Agency Index 
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08-01-098 
08-07-050 


08-13-088 


08-13-088 
08-05-127 
08-09-039 


08-09-072 
08-05-008 


08-09-072 
08-01-066 


08-05-009 


08-01-129 
08-06-013 
08-09-072 


08-09-046 


08-04-100 
08-07-064 
08-08-059 
08-11-008 
08-12-100 


08-04-102 
08-07-063 
08-12-100 
08-04-101 


08-12-100 
08-12-100 
08-03-057 
08-09-047 


08-03-056 
08-07-062 


PESTICIDE INCIDENT REPORTING AND TRACKING REVIEW 


PANEL 
(See HEALTH, DEPARTMENT OF) 


PESTICIDE REGISTRATION, COMMISSION ON 


(See AGRICULTURE, DEPARTMENT OF) 


PIERCE COLLEGE 
Meetings 


PILOTAGE COMMISSIONERS, BOARD OF 
Annual tariff and rates 
Grays Harbor pilotage district 


Puget Sound pilotage district 


Meetings 

Pilotage rules 
generally 

Pilots 
generally 
limitations on new 


MISC 


PROP 


PERM 


PROP 
PERM 
MISC 
PROP 


PROP 


EMER 


POLLUTION LIABILITY INSURANCE AGENCY 


Heating oil pollution liability insurance program 


PROP 


08-02-075 


08-10-008 
08-14-073 
08-08-069 
08-12-018 
08-01-084 


08-10-106 
08-10-106 
08-07-056 


08-10-112 


PRISONS AND PRISONERS 
(See CORRECTIONS, DEPARTMENT OF) 


PROFESSIONAL EDUCATOR STANDARDS BOARD 
(See EDUCATOR STANDARDS BOARD, PROFESSIONAL) 


PROPERTY TAX 
(See REVENUE, DEPARTMENT OF) 


PUBLIC ASSISTANCE 


(See SOCIAL AND HEALTH SERVICES, DEPARTMENT OF) 


PUBLIC DEFENSE, OFFICE OF 
Advisory committee 
meetings 


PUBLIC DISCLOSURE COMMISSION 
Contribution limitations 
dollar amounts, biennial revision of 


personal funds of candidate 
held jointly with domestic partner 
time limits 


Forms 
changing from mini campaign to full reporting 
financial affairs, reports of 


in-kind contributions 
out-of-state political committees, contributions 
and expenditures of 
ratings and endorsements, reporting 
expenditure of funds to communicate 


registration, candidates and political 
committees 
General policies and definitions 
bona fide political parties 
domestic partner, defined 


member, communication to by commercial 
entity 


ministerial functions and contributions 
party affiliation, defined 

party organization, defined 

registered voters, number of 


Meetings 
Political advertising 
Rules 

agenda 


PUBLIC EMPLOYEES BENEFITS BOARD 
(See HEALTH CARE AUTHORITY) 


MISC 
MISC 


PERM 
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PUBLIC EMPLOYMENT RELATIONS COMMISSION 


Bargaining units 
certification, amendment of 
unrepresented employees, inclusion of 
Meetings 
Practices and procedures 
cases, all types of 


civil service employees 
state patrol personnel 


Rules 
withdrawals 


Union representation 
elections 


EXPE 
EXPE 
MISC 


PERM 
PERM 
EXPE 
PERM 
EXPE 
PERM 


PROP 
PROP 


EXPE 


PUBLIC INSTRUCTION, SUPERINTENDENT OF 
Academic achievement, accountability, and assessment 


alternative assessment method 


PROP 
PREP 


08-02-031 
08-06-104 


08-01-132 
08-04-022 


08-14-113 
08-01-062 
08-06-067 


08-01-058 
08-01-070 
08-10-003 
08-14-164 
08-14-166 
08-14-166 


08-01-059 


08-02-036 
08-06-061 


08-01-069 


08-14-108 
08-14-110 
08-14-167 


08-10-004 
08-14-112 
08-14-155 
08-01-069 
08-14-109 
08-14-111 
08-01-061 
08-04-021 
08-03-007 
08-14-166 


08-05-005 


08-10-011 
08-13-081 
08-01-063 


08-04-058 
08-04-059 
08-07-074 
08-11-125 
08-07-074 
08-11-125 


08-06-071 
08-10-069 


08-10-011 


08-01-118 
08-09-150 


Index 


unavoidable circumstance appeals 


Certificated instructional staff 


Courses of study and equivalencies 
work-based learning, credit for 


Finance 


certificated instructional staff ratio compliance 


emergency school closure 


general apportionment 


certificated instructional staff 
full-time equivalents 
students 


maintenance and operation levies 
special allocations, instructions and 
requirements 


Salary bonus, teachers certified by national board 


School buses 
driver qualifications 


replacement and depreciation allocation 


School plant facilities, state assistance in providing 


basic state support 


modernization 


school construction assistance program 
Sex education 


Special service programs 
learning assistance 
Title VI, financial assistance to local school 
districts, repealed 


transitional bilingual 


PUBLIC RECORDS EXEMPTIONS 
(See ATTORNEY GENERAL) 
Accountability committee 
meetings 


PUBLIC RECORDS OFFICERS 
Education, state board of 
Growth management hearings boards 
Licensing, department of 
Personnel, department of 


Recreation and conservation office 
Sentencing guidelines commission 
Volunteer firefighters and reserve officers 
Washington State University 

Western Washington University 


Whatcom Community College 


(See Issue 08-01 for complete list designated as 


of 12/27/07) 
PUBLIC WORKS BOARD 


(See COMMUNITY, TRADE, AND ECONOMIC DEVELOPMENT, 


DEPARTMENT OF) 


Index 


EMER 
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PREP 
EMER 
PERM 
PROP 
PERM 
PERM 


PERM 
EXPE 
PERM 


PERM 
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PERM 
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PERM 
PROP 
PROP 
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PREP 


PREP 
PROP 
PERM 
PREP 
PROP 
PERM 
PREP 
PREP 
PROP 


PREP 


PREP 
PROP 
PERM 
PERM 
EXPE 


MISC 


MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 


Subject/Agency Index 
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08-09-151 
08-10-015 
08-09-149 
08-09-152 
08-03-086 
08-04-008 
08-04-027 
08-08-033 


08-04-074 
08-07-052 
08-12-094 


08-04-027 
08-12-026 
08-12-093 
08-04-086 
08-06-028 
08-09-003 
08-13-049 
08-03-086 
08-04-008 
08-08-033 


08-04-009 
08-04-010 
08-04-011 
08-12-027 


08-03-096 
08-04-028 
08-12-090 
08-12-090 


08-04-104 
08-07-054 
08-11-128 
08-07-053 


08-01-087 
08-04-084 
08-09-023 
08-01-051 
08-04-085 
08-09-024 
08-12-011 
08-05-030 
08-11-032 


08-11-129 


08-01-138 
08-03-087 
08-07-037 
08-09-071 
08-12-091 


08-02-062 


08-08-022 
08-01-131 
08-08-014 
08-03-057 
08-09-047 
08-06-072 
08-11-014 
08-06-059 
08-11-034 
08-03-047 
08-12-001 
08-03-005 


PUGET SOUND CLEAN AIR AGENCY 
Asbestos notification requirements PROP 08-08-093 
PERM 08-12-006 
Burning, residential and land-clearing, 
prohibition PROP 08-03-108 
PERM 08-06-057 


Fees 
notices of construction, operating permits, 
registration PROP 08-08-093 
PERM 08-12-006 
Meetings MISC 08-02-028 
PUGET SOUND PARTNERSHIP 
Ecosystem coordination board 
meetings MISC 08-05-082 


MISC 08-08-085 
MISC 08-13-094 
Leadership council 


meetings MISC 08-03-021 
Science panel 
meetings MISC 08-05-081 


MISC 08-05-083 
MISC 08-07-023 
MISC 08-08-029 
MISC 08-09-034 
MISC 08-09-035 


QUARTERLY REPORTS 
(See CODE REVISER, OFFICE OF THE) 


RECREATION AND CONSERVATION FUNDING BOARD 
(See RECREATION AND CONSERVATION OFFICE) 


RECREATION AND CONSERVATION OFFICE 
Biodiversity council 
extended by governor’s order MISC 08-07-020 
meetings MISC 08-04-062 
MISC 08-10-038 
Forum on monitoring 
meetings MISC 08-03-078 
MISC 08-11-004 
MISC 08-14-086 
Invasive species council 
meetings MISC 08-02-033 
MISC 08-05-023 
MISC 08-09-007 


Public records officer MISC 08-06-072 
Recreation and conservation funding board 
meetings MISC 08-01-080 


MISC 08-06-034 
MISC 08-12-002 


Rules 

agenda MISC 08-03-080 
Salmon recovery funding board 

meetings MISC 08-03-013 


MISC 08-08-013 
MISC 08-13-061 


RED RASPBERRY COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


REHABILITATION COUNCIL, WASHINGTON STATE 
Community forums MISC 08-01-104 
MISC 08-01-115 
MISC 08-06-020 
MISC 08-14-129 
Meetings MISC 08-01-105 
MISC 08-01-116 
MISC 08-14-130 


RETIREMENT SYSTEMS, DEPARTMENT OF 
Employee retirement benefits board 


administration EXPE 08-05-028 
PERM 08-10-025 
meetings MISC 08-02-011 


General provisions for retirement systems 

cost-of-living adjustments and eligibility 
requirements PERM 08-01-079 
death benefit, $150,000 PROP 08-08-021 
PERM 08-11-102 


Law enforcement officers’ and fire fighters’ 
retirement system 


Plan 3 retirement systems 
self-directed investment program 
default investment option 
Public employment benefits, portability of 


Public safety employees’ retirement system 
(PSERS) 


Rules 
agenda 
correcting typographical and reference errors 


School employees’ retirement system (SERS) 
Teachers’ retirement system (TRS) 


REVENUE, DEPARTMENT OF 
County boards of equalization 
appeals 
Estate and transfer tax 
Excise tax and exemptions 
agricultural employee housing 


carbonated beverage syrup tax 


certified service providers for voluntary sellers 
computer hardware, software, and services 
delivery charges 


fuels, motor vehicle 

hospitals, nursing homes, similar health care 
facilities 

information services 
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private carrier buses PREP 
Fire marshal, state 
standards 
facilities licensed by state PROP 
PERM 
Fire protection policy board 
meetings MISC 
MISC 
WASHINGTON STATE UNIVERSITY 
Facilities use rules PREP 
Meetings MISC 
MISC 
MISC 
Public records 
officer MISC 
review of denials, procedures for PERM 
Standards of conduct for students PERM 
Traffic and parking regulations 
Pullman campus PROP 
PERM 
Spokane campus PROP 
PERM 
Vancouver campus PROP 
PERM 


WATER AND WASTEWATER 


08-06-068 
08-07-031 
08-06-059 


08-03-138 
08-14-136 


08-11-094 
08-11-093 
08-11-092 


08-02-082 
08-06-050 


08-01-042 
08-10-016 


08-10-107 
08-04-014 
08-07-047 
08-10-024 


08-11-034 
08-08-055 
08-05-001 


08-03-137 
08-08-050 
08-03-135 
08-08-048 
08-03-140 
08-08-049 


(See ECOLOGY, DEPARTMENT OF; LICENSING, DEPARTMENT 


OF) 
WENATCHEE VALLEY COLLEGE 
Meetings MISC 
WESTERN WASHINGTON UNIVERSITY 
Course materials PERM 
Housing and dining, university PREP 
Public records PERM 
Public records officer MISC 
MISC 
WHATCOM COMMUNITY COLLEGE 
Meetings MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
Public records officer MISC 


WHEAT COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


WINE COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


08-01-032 


08-01-121 
08-05-094 
08-01-106 
08-03-047 
08-12-001 


08-01-001 
08-01-002 
08-03-003 
08-03-097 
08-06-048 
08-07-022 
08-08-046 
08-10-051 
08-10-084 
08-13-025 
08-03-005 


WORKFORCE TRAINING AND EDUCATION COORDINATING 


BOARD 
Meetings MISC 
MISC 
Private vocational schools PERM 


08-01-011 
08-13-009 
08-04-110 


Index 


